INSTALLATION,  ADJUSTMENT  & SERVICE  INSTRUCTIONS  FOR 

series  Chambers  Gas  Ranges 

Basic  models  No.  90-C,  61  -C  and  41-C 


All  shipments  ace  made  F.O:B.  Disrribntor's  Warehouse  and 


any  claims  for  damage  must  be  filed  by  the  consignee.  It 


i can  be  supplemented  by  thi 
jf  concealed  nature  (that 


STEPS  for  Installing  Range 


MAKE  CAS  CONNECTIONS 


INSTRUCTIONS  for  Mounting  Bock  Panels  an  the 
erC5'  model  rouges 


ADJUST  BURNERS  IN  THE  FOLLOWING  ORDER 


AUTOMATIC  OVEN  PILOT 

(Robertshaw  Gos  Lighter,  Model  TS-11,  Type  C) 


AUTOMATIC  OVEN  PILOT 


HOW  TO  REPLACE  PANELS,  DURACROME  TOP, 
THERMOWELL  AND  OTHER  PARTS 


Dismantling  of  Assemblies,  Etc. 


Oh  mantling  of  Assemblies,  Etc. 


HOW  TO  RE-CHECK  TROUBLESOME  THERMOSTATS 

If  Thermostat  does  not  respond  to  Calibration  (see  Calibrating 
Instructions}/  Then  look  for  the  following  possible  complaints: 


Change  Timer 


Figure  5 


Figure  6 
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Gas  Conversion 


”C”  MOBIL  ORIFICE  SIZEi 

(Universal  Mixer  Pin  Point) 


"C”  MODEL  ORIFICE  SIZES 

Solid  Mixer  Pin  Point 
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TOOLS 


MANUFACTURER'S  NAMi  PLATI 
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